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DELTRON, inc. 

4th and Cambria Sts. 

Philadelphia, Pa. 19133 


inc. 

FOURTH AND CAMBRIA STREETS, PHILADELPHIA 33, PA. 
PHONE: (215) 739-1101 TWX: (215) 569-8686 


SPECIALISTS in SOLID STATE 

POWER SUPPLIES 


Thousands of standard catalog models. 

PROMPT DELIVERY GUARANTEED RELIABILITY 

COMPETITIVE PRICES INTERNATIONAL SALES AND SERVICE 



Please send literature on Deltron Power Supplies Checked below: 


□ 

Modular transistorized 

□ 

□ 

Modular hybrid 

□ 

□ 

Rack/lab-hybrid 

□ 

□ 

Rack/lab-slot adjustable 

□ 


Rack/lab-SCR control 

Rack/lab-wide range 

Rack/lab-wide range 
programmable 

Rack/lab-automatic crossover 


□ Have sales engineer call □ Add my name to mailing list 
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